From: Barry Cadden 

Sent: Tuesday, August 07, 2012 9:15 AM 

To: Glenn Chin 

Subject: 

The "problem" CP order has my name as sign in for pump!.. ..we need to get Scott out of that room or at least off the 

sign in by tomorrow. Have him be there , help, train. ..etc but someone else MUST sign in I have no idea how 

I am going to explain this situation but it can't continue beyong today see me later 


thanks 
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